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ALL PATIENT RECORDS 


Lane (41025) 

2019-03-21 

Neutered 

Feline - Domestic Shorthair 
- Black 

Lie.: 2019-17952 
Microchip: 982126056044835 


Pawmetto Lifeline (3) 

1275 Bower Parkway 
Columbia, South Carolina 29212 
803-465-9150 


Charts (History) - 2019-07-11 00:00:00 


Weight 



BPM 


RR 


Signed 


CRR 


Chart Notes 

FVRCP - Booster 

Qty: 1.00 DrAshley Goss 

FeLV/FIV Test 

Qty: 1.00 DrAshley Goss 

In house- Feline Revolution 
Qty: 1.00 DrAshley Goss 

Microchip 

Qty: 1.00 DrAshley Goss 

Exam 

Qty: 1.00 DrDr. Jason Wright 

Rabies Vaccine 1 Year 

Qty: 1.00 DrDr. Jason Wright 

Problem: Initial intake exam 

Problem Notes: 

OS intake 


Exam | Result j Notes 


General Appearance | Normal - Healthy 

Body Condition | 5/9 - Normal 

Attitude | Normal 

Mucose Membranes | Pink 

Eyes | Normal 

Ears | Normal 

Nose/Throat | Appears Normal 
Oral Exam | Normal 
Chest Auscultation | Normal 
Abdominal Palpation | Normal 
Musculoskeletal | Normal 
Neurological | Normal 
Lymph Nodes | Normal 
Skin/Coat | Normal 


Pawmotto Lifeline 

1275 Bower Pkwy, Columbia, South Carolina 29212 
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